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Domestic  Fiber  Consumption  in  Cotton  Equivalent  Pounds 

by 
Frank  Lowenstein  and  James  R.  Donald 


Mill  consumption  of  raw  textile  fibers  has  been  used 
over  the  years  as  an  indicator  of  final  consumer  demand 
for  textile  products.  However,  the  use  of  mill  consump- 
tion as  an  indicator  of  final  domestic  demand  has 
serious  limitations:  (1)  Mill  consumption  of  raw 
fibers  reflects  both  domestic  and  foreign  demand  for 
U.  S.  textile  products,  but  does  not  reflect  domestic 
demand  for  foreign  products;  1/  and  (2)  Mill  consumption 
of  raw  fiber  does  not  take  into  account  differences 
among  fibers  in  coverage  and  usable  fiber  from  a 
given  quantity  of  raw  fiber.  2/ 

The  adjustment  of  mill  consumption  of  fibers  for  foreign 
trade  in  textile  products  and  converting  of  fibers  to  an 
equivalent  fiber  basis  significantly  affects  trends  and  the 
relative  shares  of  total  fiber  consumption  among  the 
different  fibers  in  the  post-World  War  II  period.  The 
postwar  declines  in  cotton  and  wool  become  smaller 
because  of  adjustment  for  foreign  trade  in  products, 
and  manmade  fiber's  share  of  total  fiber  consumption  is 
sharply  higher  on  an  equivalent  fiber  basis.  Adjustment 
of  mill  consumption  for  all  fibers  by  the  factors  men- 
tioned above  causes  per  capita  fiber  consumption  in 
1960  to  be  about  2.3  pounds  above  the  1947-49  average. 
Per  capita  mill  consumption  in  actual  pounds  in  1960 
was  about  5.6  pounds  smaller  than  in  1947-49.  (See 
figure  3.) 

UNITED  STATES  TOTAL  DOMESTIC 
FIBER  CONSUMPTION 

Estimates  of  "domestic  consumption"  of  fibers  in 
the  United  States  are  computed  by  subtracting  the  raw 
fiber  equivalent  of  exported  textile  products  from  mill 
consumption  and  adding  the  fiber  equivalent  of  imported 
textile  products.  Estimates  of  domestic  consumption 
are  made  for  cotton,  wool,  and  manmade  fibers. 

There  was  a  net  export  trade  balance  in  textile  prod- 
ucts for  each  year  of  the  1920-60  period,  with  the 
exception  of  1960.  This  meant  that  total  domestic  con- 
sumption of  major  textile  fibers  was  less  than  mill 
consumption  for  each  year  except  1960.    (See  table  14.) 

The  export  trade  balance  was  at  relatively  high  levels 
during  the  1920' s,  when  both  domestic  and  mill  consump- 
tion trended  upward.  The  export  trade  balance  dropped 
in  the  1930's  because  of  the  economic  depression.  At 
the  same  time,  the  upward  trend  in  mill  consumption 
was  slowed. 

Domestic  fiber  consumption  averaged  5  percent  less 
than  mill  consumption  in  the  1920's  and  2.4  percent  less 
in  the  1930' s. 


During  the  early  1940's,  domestic  and  mill  consump- 
tion of  fibers,  as  well  as  the  trade  balance  in  textile 
products,  were  affected  by  World  War  II.  Domestic 
and  mill  consumption  in  the  early  1940's  increased 
sharply  because  of  larger  demand  caused  by  the  strenuous 
military  effort.  In  the  late  1940's,  domestic  and  mill 
consumption  remained  strong  primarily  for  three  rea- 
sons: 

1.  The  reclothing  of  ex-military  personnel. 

2.  The  reequipment  of  households  with  furniture 
and  furnishings. 

3.  Record  high  exports  of  textiles  because  textile 
industries  abroad  were  dislocated  by  the  war. 

(See  table  14.) 

Domestic  consumption  in  the  1950's  averaged  8  per- 
cent above  the  level  of  the  1940's  while  mill  consumption 
averaged  5  percent  higher.  The  export  trade  balance 
declined  sharply  in  the  I950's,  reaching  a  record  low  for 
the  1920-59  period  of  5  million  pounds  in  1959.  The 
average  export  balance  in  the  1950's  was  45  percent 
below  the  average  of  the  1940's. 

In  1960,  imports  of  textile  products  exceeded  exports 
for  the  first  time.  The  net  import  trade  balance  of 
53  million  pounds  in  1960  compares  with  an  average  net 
export  trade  balance  in  1947-49  of  613  million  pounds. 
Domestic  consumption  in  1960  was  20  percent  above  the 
1947-49  level,  while  mill  consumption  was  up  only 
7  percent. 


DOMESTIC  COTTON  CONSUMPTION 

Over  the  years,  cotton  has  been  the  principal  fiber 
consumed  by  United  States  textile  mills.  Cotton  products 
have  also  comprised  a  major  part  of  United  States 
trade  in  textile  products.  Although  exports  of  cotton 
products  exceeded  imports  each  year  of  the  1920-60 
period,  with  the  exception  of  1960,  there  were  wide 
variations  in  the  export  trade  balance.  This  was 
particularly  true  during  the  postwar  years  when  the 
export  balance  dropped  sharply  in  the  1950's  from 
record  high  levels  during  the  early  postwar  years.  In 
1960,  for  the  first  time  since  records  began,  imports 
of  cotton  products  exceeded  exports. 


1/  The  Wool  Situation  ,  TWS-47,  May  1959.  The 
Cotton  Situatiion,  CS-188,  May  1960  and  CS-192,  Jan- 
uary 1961. 

2/  The  Cotton  Situation,  CS-173,  November  1957. 
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Variations  in  the  export  trade  balance  have  also 
affected  cotton's  share  of  total  fiber  consumption. 
However,  the  difference  in  shares  of  total  fiber  con- 
sumption between  domestic  and  mill  consumption  is 
relatively  small.  Even  though  trade  in  cotton  products 
have  comprised  a  major  part  of  total  textile  products, 
the  resulting  export  balance  has  been  a  small  percent- 
age of  cotton  consumption. 

The  export  trade  balance  caused  slightly  different 
trends  in  domestic  and  mill  consumption  in  the  prewar 
period,  1920-39.  Average  annual  domestic  cotton  con- 
sumption increased  by  1  percent  from  the  1920' s  to 
the  1930's,  while  mill  consumption  declined  by  over 
2  percent.  This  reflects  a  drop  in  the  relatively  high 
average  annual  export  balance  of  200  million  pounds 
during  the  1920's  to  100  million  pounds  during  the 
1930's.  3/ 

Domestic  cotton  consumption  increased  sharply  dur- 
ing the  1940' s,  averaging  over  50  percent  above  prewar 
levels.  Mill  consumption  increased  even  sharper  than 
domestic  consumption  in  the  1940's  as  the  export 
balance  increased  from  137  million  pounds  in  1940  to 
a  record  high  for  the  1920-60  period  of  750  million 
pounds  in  1947.  For  the  1947-49  period,  the  export 
balance  averaged  over  500  million  pounds,  and  mill 
consumption  was  14  percent  larger  than  domestic 
consumption. 


The  trends  in  domestic  and  mill  consumption  of  cot- 
ton in  the  postwar  period  were  significantly  different 
because  of  the  trade  balance.  Domestic  consumption 
in  1960  was  11.9  percent  above  the  1947-49  level, 
while  mill  consumption  was  down  by  2.5  percent. 

The  export  trade  balance  dropped  in  the  early  1950's, 
compared  to  the  late  1940' s,  and  fell  sharply  during  the 
late  1950's,  reaching  a  postwar  low  of  64  million  pounds 
in  1959.  In  1960,  there  was  an  import  balance  of 
trade.  Thus,  domestic  consumption  exceeded  mill 
consumption  by  1  percent  in  1960,  compared  to  mill 
consumption  which  was  14  percent  higher  than  domestic 
consumption  in  1947-49  and  5  percent  higher  in  the  1950's. 

The  percentage  of  all  fiber  consumption  represented 
£>y  domestic  and  mill  consumption  of  cotton's  percent- 
ages of  total  fiber  consumption  in  1960  were  about  the 
same,  64.8  and  64.9  percent,  respectively.  However, 
this  reflected  a  decline  of  6.1  percentage  points  for 
mill  consumption  from  the  1947-49  average  of  71.0  per- 
cent, while  domestic  consumption  was  down  only  4.7 
percentage  points  from  the  1947-49  average  of  69.5  per- 
cent.  (See  tables  15  and  16.) 


period,  with  the  exception  of  the  1943-47  period.  The 
export  balance  in  the  1943-47  period  was  caused  by 
disruption  of  the  foreign  wool  textile  industry  by  World 
War  II.  Consequently,  exports  of  U.  S.  wool  manufac- 
tures were  increased  and  such  exports  were  also 
stimulated  by  special  aid  programs. 

The  import  balance  varied  widely  over  the  years 
affecting  the  trends  in  domestic  and  mill  consumption  of 
wool.  The  import  balance  was  relatively  large  during 
the  1920's,  dropped  sharply  in  the  1930's  and  trended 
upward  sharply  in  the  postwar  period. 

As  in  the  case  of  cotton,  the  import  trade  balance 
increased  sharply  in  the  postwar  period.  For  most 
years,  domestic  wool  consumption's  share  of  total 
domestic  fiber  consumption  was  1  to  2  percent  higher 
than  mill  consumption's  share  of  total  mill  consumption. 
The  import  trade  balance  affected  the  trend  in  domestic 
and  mill  consumption  slightly  in  the  prewar  period. 
Domestic  wool  consumption  averaged  13  percent  less  in 
the  1930's  than  in  the  1920's,  whereas,  mill  consumption 
was  down  by  10  percent  in  the  1930's  from  levels  of 
the  1920's. 

The  balance  of  trade  affected  trends  in  domestic  and 
mill  consumption  significantly  in  the  1940's  and  the 
1950's.  Mill  consumption  increased  more  sharply  in 
the  1940's  over  prewar  levels  than  domestic  consumption 
and  then  dropped  more  sharply  thai  domestic  consumption 
in  the  1950's.  4/ 


In  the  1950's,  mill  consumption  fell  by  28  percent 
from  the  1940's  and  domestic  consumption  fell  14  per- 
cent. Mill  consumption  in  1960  was  36  percent  below 
the  1947-49  average,  while  domestic  consumption  was 
down  only  17  percent. 

Domestic  wool  consumption  averaged  10  percent  higher 
than  mill  consumption  in  the  1920's,  5  percent  higher 
in  the  1930's,  and  2  percent  less  in  the  1940's.  The 
import  trade  balance  increased  sharply  in  the  1950's. 
Domestic  consumption  averaged  17  percent  above  mill 
consumption  and  reached  a  record  high  of  127  million 
pounds  in  1960,  when  domestic  consumption  was  32  per- 
cent higher  than  mill  consumption. 

Domestic  wool  consumption  's  percentage  of  domestic 
fiber  consumption  has  trended  downward  since  the 
1920's.  In  the  twenties  wool's  share  was  12  percent  of 
total  fiber  consumption  and  in  the  1950's,  wool's  share 
was  about  8  percent  .  Mill  consumption  of  wool  as  a 
percent  of  total  fiber  mill  consumption  was  less  than 
domestic  consumption  throughout  this  period.  (See 
tables  15  and  16.) 


DOMESTIC  WOOL  CONSUMPTION 

In  contrast  to  cotton,  there  has  been  an  import  bal- 
ance  of   trade   in   wool    manufactures    for   the  1920-60 


3/  See  The  Cotton  Situation,  CS-189,  July  1960. 

4/  See    The    Wool    Situation,    TWS-52,    August    1960. 
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DOMESTIC  CONSUMPTION  OF 
MANMADE  FIBERS 

There  was  an  export  trade  balance  for  manmade 
textile  products  each  year  of  the  1920-60  period.  How- 
ever, during  the  prewar  years,  there  was  only  a  slight 
difference  in  domestic  and  mill  consumption  because  of 
very  limited  trade  in  manmade  fiber  textile  products. 
The  export  trade  balance  had  the  most  effect  on  trends 
in  domestic  and  mill  consumption  in  the  1940's,  when 
exports  increased  sharply,  and  in  the  1950's,  when  the 
export  trade  balance  remained  at  relatively  high  levels. 

The  export  trade  balance  for  manmade  fiber  products 
increased  sharply  in  the  1950's,  reaching  a  record  high 
for  the  1920-60  period  of  111  million  pounds  in  1947 
and  averaging  over  100  million  pounds  for  the  1947-49 
period.  The  balance  trended  downward  in  the  late  1950's, 
reaching  a  low  for  the  postwar  period  of  63.1  million 
pounds  in  1959,  but  still  averaging  83  million  pounds 
for  the  1950's.  5/ 

In  contrast  to  other  fibers,  domestic  and  mill  consump- 
tion of  manmade  fibers  has  shown  a  steady  upward  trend 
over  the  years.  During  the  1920's,  the  domestic 
consumption  averaged  58  million  pounds;  it  was  over  4 
times  larger  in  the  1930's  and  averaged  260  million 
pounds. 

Domestic  and  mill  consumption  increased  sharply  in 
the  1940's  over  the  1930's  and  continued  to  increase 
over  earlier  levels  in  the  1950's.  Domestic  consumption 
increased  100  percent  in  the  1950's  over  the  1940's, 
while  mill  consumption  increased  by  98  percent.  Mill 
consumption  averaged  5  percent  more  than  domestic 
consumption  in  the  1950's. 

The  effect  of  the  trade  balance  in  the  postwar  period 
may  be  seen  by  comparing  1947-49  average  annual 
domestic  and  mill  consumption  with  1960.  Domestic 
consumption  increased  by  73  percent  during  this  period, 
while    mill    consumption    increased    only    66   percent. 


The  proportion 
accounted  for  by 
from  the  1920's  to 
fiber  consumption 
of  total  domestic 
had   increased   to 


of  total  domestic  fiber  consumption 
manmade  fibers  increased  sharply 
1960.  In  the  1920's  domestic  manmade 
averaged  a  little  less  than  2  percent 
fiber  consumption.  In  the  1950's  it 
25    percent.     (See  tables  15  and  16.) 


usable  fiber  and  yards  of  comparable  fabric  obtainable 
from  a  pound  of  manmade  fibers,  particularly  noncellu- 
losic    fibers,    is    greater    than   for   wool   or   cotton.  6/ 

In  this  section,  the  data  for  domestic  fiber  consump- 
tion of  wool  and  manmade  fibers  are  converted  to  a 
cotton  equivalent  basis  and  added  to  domestic  cotton 
consumption.  The  resulting  estimates  are  of  the  cotton 
equivalent  of  total  domestic  fiber  consumption. 

The  conversion  of  domestic  fiber  consumption  to  a 
cotton  equivalent  basis  increases  the  upward  trend  in 
total  domestic  fiber  consumption,  particularly  in  the 
postwar  period.  The  sharper  increases  in  total  domestic 
consumption  in  the  postwar  period  reflect  a  sharp  in- 
crease in  consumption  of  noncellulosic  fibers  which 
have  relatively  high  cotton  equivalent  factors  or  substi- 
tution rates.  On  a  cotton  equivalent  basis,  manmade 
fibers  as  a  percentage  of  total  fiber  consumption  also 
increased  sharply  in  the  postwar  period. 

In  1960,  domestic  fiber  consumption  in  cotton  equiva- 
lent pounds  was  12  percent  greater  than  domestic 
consumption  in  actual  pounds,  compared  to  3  percent 
for  the  1947-49  period. 

In  a  comparison  of  trends  in  the  postwar  period, 
domestic  consumption  in  cotton  equivalent  pounds  in 
1960  was  31  percent  above  the  1947-49  average,  whereas 
it  increased  20  percent  in  actual  pounds. 

The  increase  in  total  domestic  consumption  in  cotton 
equivalent  pounds  during  the  postwar  period  reflects  an 
increase  in  manmade  fiber  consumption.  In  1960  man- 
made  fiber's  share  of  total  consumption  in  equivalent 
pounds  was  38  percent,  compared  to  27  percent  in 
actual  pounds.  This  type  of  relationships  exists  through- 
out the  period  under  discussion,  but  was  particularly 
sharp  in  the  postwar  period.    (See  table  17.) 

The  large  increase  in  manmade  fiber  consumption  in 
the  posrv  r  period  was  primarily  attributed  to  an  almost 
10-fold  rease  in  the  cotton  equivalent  of  noncellulosic 
fiber  consumption  from  1947-49  to  1960.  Noncellulosic's 
share  of  total  cotton  equivalent  of  domestic  consumption 
of  all  fibers  increased  from  only  2  percent  in  1947-49 
to  19  percent  in  1960.  By  1960  noncellulosic's  share  of 
total  manmade  fiber  consumption  increased  to  48  percent 
from  8  percent  in  1947-49. 


CONVERSION  OF  UNITED  STATES 
DOMESTIC  FIBER  CONSUMPTION  TO 
A  COTTON  EQUIVALENT  BASIS 

In  the  postwar  period,  the  composition  of  fiber  con- 
sumption changed  significantly  from  the  prewar  period. 
Manmade  fibers  increased  relative  to  the  total  while 
cotton  and  wool  decreased*  The  various  fibers  do  not 
substitute  on  a  pound-for-pound  basis.     The  amount  of 


Cotton's  percentage  of  total  fiber  consumption  was 
reduced  in  the  postwar  period.  When  fiber  consumption 
is  converted  to  a  cotton  equivalent  basis,  cotton's  share 
fell  from  67  percent  in  1947-49  to  58  percent  in  I960. On  an 
actual  basis,  cotton's  share  fell  from  70  to  65  percent. 

5/  See   The   Cotton   Situation,    CS-192,    January  1961. 

6/  See  The  Cotton  Situation,  CS-173,  November  1957, 

for  a  detailed  discussion  of  the  utility  poundage  concept. 
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Wool's  share  of  total  fiber  consumption  on  a  cotton 
equivalent  basis  is  reduced  sharply  for  the  entire 
1920-60  period.  Wool  averaged  6  percent  of  the  total 
in  the  prewar  period,  1920-39,  and  4  percent  in  1960. 
On  an  actual  basis,  wool  averaged  11  and  8  percent, 
respectively,  of  total  domestic  consumption  in  the 
two  periods.    (See  table  17.) 


PER  CAPITA  CONSUMPTION  OF  FIBER 

On  a  per  capita  basis,  the  trends  in  fiber  consumption 
are  affected  only  slightly  during  the  prewar  period  as 
fiber  consumption  increased  at  about  the  same  rate  as 
population.  In  the  postwar  period,  population  increased 
at  a  faster  rate  than  during  earlier  periods  and  trends  in 
fiber  consumption  are  modified. 

Despite  the  faster  rate  of  growth  in  population  during 
the  postwar  period,  total  per  capita  domestic  consump- 
tion in  cotton  equivalent  pounds  was  6  percent  above  the 
1947-49  average  in  1960.  On  the  other  hand,  per  capita 
domestic  consumption  in  actual  pounds  in  1960was3  per- 
cent below  the  1947-49  average.  These  data  compare 
with  30  and  20  percent  increases, respectively,  in 
aggregate  fiber  consumption.  Mill  consumption  per 
capita  was  13  percent  below  the  1947-49  aveage  in  1960 
while  unadjusted  consumption  was  down  7  percent.  (See 
table  18.) 


The   cotton  equivalent  of  total  domestic  consumption 
iged   27.3   pounds   per   capita   during   the    1920-39 


avera 


period  and  increased  sharply  to  an  average  of  about 
42.0  pounds  during  the  1940's  and  1950's.  Domestic 
consumption  in  cotton  equivalent  pounds  in  1960  was 
2.3  pounds  above  1947-49  average,  domestic  consumption 
in  actual  pounds  was  down  by  a  pound,  and  mill  consump- 
tion was  down  5.6  pounds.  In  1960,  domestic  consumption 
in  cotton  equivalent  pounds  was  4.5  pounds  greater  than 
actual  domestic  consumption  and  almost  5  pounds  greater 
than  mill  consumption. 

Because  other  fibers  are  converted  to  a  cotton  equiva- 
lent   basis,    per    capita    domestic    cotton    consumption 
remains  unchanged.     In  1960  domestc  consumption  was 
down  2.4  pounds  from  the  1947-49  average,  while  mill 
consumption  was  down  6.2  pounds. 

The  increase  in  total  per  capita  cotton  equivalent 
consumption  in  the  postwar  period  reflects  an  increase 
in  manmade  fiber  consumption.  Cotton  equivalent  of  per 
capita  manmade  fibers  increased  from  an  average  of 
10.2  pounds  in  1947-49  to  15.7  pounds  in  1960.  The 
cotton  equivalent  of  noncellulosic  fibers  increased  sharply 
from  an  average  of  0.8  pounds  in  1947-49  to  7.6  pounds 
in  1960.  Cellulosic  fibers  dropped  from  an  aveage  in 
1947-49  of  9.4  pounds  to  8.1  pounds  in  1960.  (See 
table  13.) 

The  cotton  equivalent  of  domestic  wool  consumption 
declined  from  a  1947-49  average  of  2.4  pounds  to  1.6 
pounds  in  1960.  Domestic  consumption  of  wool  on  an 
actual  basis  was  4.4  pounds  in  1947-49  and  2.9  pounds 
in  1960. 


Table  13    .--Cotton,  wool,  rayon  and  acetate  and  other  synthetic  fibers:  Per  capita  cotton  equivalent 

domestic  consumption,  average  1947-49  and  1950  to  1960 


Year 

:             Cotton 

:             Wool 

Rayon 

and 

Other 

\    Total 

\           Acetate 

"           Synthetics 

:    i/ 

Percent 

Percent 

Percent 

Percent 

of 

of 

of 

of 

Pound 

total 

Pound 

total 

Pound 

total 

Pound 

total 

Pound 





— — 





Avers 

ige            : 

1947 

-49             ; 

25.97 

67.3 

2.40 

6.2 

9.43 

24.4 

0.77 

2.0 

38.57 

1950 

29.43 

64.6 

2.51 

5.5 

12.09 

26.5 

1.52 

3.3 

45.54 

1951 

29.24 

66.1 

1.90 

4.3 

11.06 

25.0 

2.04 

4.6 

44.23 

1952 

26.53 

64.0 

1.92 

4.6 

10.44 

25.2 

2.56 

6.2 

41.45 

1953 

26.37 

63.4 

1.90 

4.6 

10.45 

25.1 

2.89 

6.9 

41.61 

1954 

23.93 

62.3 

1.49 

3.9 

9.61 

25.0 

3.37 

8.8 

38.40 

1955 

25.45 

58.5 

1.63 

3.7 

11.90 

27.3 

4.56 

10.5 

43.54 

1956 

25.07 

60.1 

1.72 

4.1 

9.86 

23.7 

5.05 

12.1 

41.69 

1957 

22.65 

57.4 

1.44 

3.7 

9.46 

24.0 

5.88 

14.9 

39.44 

1958 

21.42 

57.0 

1.32 

3.5 

8.92 

23.7 

5.90 

15.7 

37.56 

1959 

24.13 

55.7 

1.71 

3.9 

9.95 

23.0 

7.54 

17.4 

43.33 

1960 

2/            ': 

23.58 

57.7 

1.62 

4.0 

8.10 

19.8 

7.56 

18.5 

40.86 

1/  Total  consumption  divided  by  population  and  not  a  summation  of  per  capita  consumption  of  fibers. 
2/  Preliminary. 
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Table    14. --Total  domestic  fiber  consumption  1/,  United  States,  1920  to  1960 


Year 


Mill 
consump- 
tion 


Exports 


Textile  products 
Imports 


Trade 

balance 

2/ 


Domestic 
consump- 
tion 2/ 


1920 
1921 
1922 
1923 
1924 
1925 
1926 
1927 
1928 
1929 

1930 
1931 
1932 
1933 
1934 
1935 
1936 
1937 
1938 
1939 

1940 
1941 
1942 
1943 
1944 
1945 
1946 
1947 
1948 
1949 

1950 
1951 
1952 
1953 
1954 
1955 
1956 
1957 
1958 
1959 

1960  4/ 


Mil.  lb. 


6,502.3 


Mil.  lb. 


365.6 


Mil.  lb. 


418.7 


Mil.  lb. 


5/-53.1 


Mil.  lb. 




3,145.7 

380.3 

67.8 

312.5 

2,833.2 

2,963.8 

218.2 

80.4 

137.8 

2,826.0 

3,342.7 

241.6 

88.7 

152.8 

3,189.9 

3,577.3 

205.7 

111.2 

94.6 

3,482.7 

3,021.0 

206.9 

110.6 

96.3 

2,924.7 

3,483.4 

240.2 

90.2 

150.0 

3,333.4 

3,616.8 

237.4 

78.5 

158.9 

3,457.9 

4,043.8 

270.3 

87.1 

183.2 

3,860.6 

3,620.4 

263.0 

83.1 

179.9 

3,440.5 

3,926.6 

266.7 

83.4 

183.3 

3,743.3 

2,999.1 

195., 

57.8 

137.9 

2,861.2 

3,125.2 

167.4 

44.6 

122.8 

3,002.4 

2,849.2 

162.6 

37.1 

125.6 

2,723.6 

3,585.1 

140.6 

44.4 

96.2 

3,488.9 

3,096.1 

108.5 

37.2 

71.3 

3,025.0 

3,446.6 

95.7 

55.5 

40.2 

3,406.4 

4,220.7 

104.8 

91.9 

12.8 

4,207.9 

4,356.9 

131.6 

104.9 

26.7 

4,330.2 

3,542.9 

158.6 

56.5 

102.1 

3,440.8 

4,498.1 

189.8 

84.6 

105.2 

4,392.9 

4,865.7 

202.9 

64.1 

138.8 

4,726.9 

6,457.6 

314.2 

52.3 

262.0 

6,195.6 

6,895.6 

250.0 

29.7 

220.3 

6,675.3 

6,619.6 

330.3 

22.7 

307.6 

6,312.0 

6,185.7 

385.3 

20.8 

364.5 

5,821.2 

6,006.0 

379.3 

41.4 

337.9 

5,668.1 

6,500.9 

494.7 

39.6 

455.1 

6,045.8 

6,421.7 

915.8 

24.9 

890.9 

5,530.8 

6,396.3 

568.4 

59.5 

508.9 

5,887.4 

5,441.4 

502.6 

63.9 

438.7 

5,002.7 

6,835.9 

347.6 

108.2 

239.4 

6,596.5 

6,831.4 

488.9 

94.5 

394.4 

6,437.0 

6,427.5 

439.0 

123.6 

315.4 

6,112.1 

6,473.8 

392.2 

111.2 

281.0 

6,192.5 

6,019.7 

392.1 

114.5 

277.6 

5,742.1 

6,698.7 

356.0 

175.3 

180.7 

6,518.0 

6,530.8 

352.6 

207.9 

144.7 

6,386.1 

6,221.8 

380.2 

190.2 

190.0 

6,031.8 

5,962.2 

345.0 

215.5 

129.5 

5,832.7 

6,829.2 

338.1 

333.3 

4.8 

3/6,829.2 

3/6,578.8 


1/  Total  mill  consumption  of  cotton,  wool  and  manmade  fibers  adjusted  for  imports  and  exports  of  cotton,  wool 
and  manmade  fiber  products.   2/  Totals  were  determined  before  rounding.    3/  Includes  4.7  million  pounds  raw 
cotton  equivalent  of  picker  laps  and  processed  waste  in  1959  and  23.4  million  pounds  in  1960.   4/  Preliminary. 
5/   Imports  of  total  textile  products  exceeded  exports. 
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Table  .15  . — Cotton,  wool,  manmade  fibers:     Total  mill  consumption 

United  States,  1920  to  1960 


Year 


Cotton 


Wool 


Manmade  fibers  1/ 


Total 


:       Million 

Percent 

Million 

Percent 

Million 

Percent 

Million 

:       ]?ound_ 

of  total 

pound 

of  total 

pound 

of  total 

pound_ 

1920 

:     2,822.8 

89.7 

314.2 

10.0 

8.7 

0.3 

3,145.7 

1921 

:     2,600.6 

87.7 

343.4 

11.6 

19.8 

.7 

2,963.8 

1922 

:     2,911.3 

87.1 

406.5 

12.2 

24.9 

.7 

3,342.7 

1923 

:     3,122.6 

87.3 

422.4 

11.8 

32.3 

.9 

3,577.3 

1924 

:     2,636.5 

87.3 

342.2 

11.3 

42.3 

1.4 

3,021.0 

1925 

:     3,075.3 

88.3 

349.9 

10.0 

58.2 

1.7 

3,483.4 

1926 

:     3,213.5 

88.8 

342.7 

9.5 

60.6 

1.7 

3,616.8 

1927 

:     3,590.1 

88.8 

354.1 

8.8 

99.6 

2.5 

4,043.8 

1928 

:     3,187.0 

88.0 

333.2 

9.2 

100.2 

2.8 

3,620.4 

1929 

:     3,425.3 

87.2 

368.1 

9.4 

133.2 

3.4 

3,926.6 

1930 

:     2,616.6 

87.2 

263.2 

8.8 

119.3 

4.0 

2,999.1 

1931 

:     2,654.9 

85.0 

311.0 

10.0 

159.3 

5.1 

3,125.2 

1932 

:     2,463.7 

86.5 

230.1 

8.1 

155.4 

5.5 

2,849.2 

1933 

:     3,050.7 

85.1 

317.1 

8.8 

217.3 

6.1 

3,585.1 

1934 

:     2,659.5 

85.9 

229.6 

7.4 

207.0 

6.7 

3,096.1 

1935 

:     2,755.4 

79.9 

417.5 

12.1 

273.7 

7.9 

3,446.6 

1936 

:     3,471.4 

82.2 

406.1 

9.6 

343.2 

8.1 

4,220.7 

1937 

3,646.6 

83.7 

380.8 

8.7 

329.5 

7.6 

4,356.9 

1938 

2,918.3 

82.4 

284.5 

8.0 

340.1 

9.6 

3,542.9 

1939 

3,628.6 

80.7 

396.5 

8.8 

473.0 

10.5 

4,498.1 

1940 

3,959.1 

81.4 

407.9 

8.4 

498.7 

10.2 

4,865.7 

1941 

5,192.1 

80.4 

648.0 

10.0 

617.5 

9.6 

6,457.6 

1942 

5,633.1 

81.7 

603.6 

8.8 

658.9 

9.6 

6,895.6 

1943 

5,270.6 

79.6 

636J2 

9.6 

712.8 

10.8 

6,619.6 

1944 

4,790.4 

77.4 

622.8 

10.1 

772.5 

12.5 

6,185.7 

1945 

4,515.8 

75.2 

645.1 

10.7 

845.1 

14.1 

6,006.0 

1946 

4,809.1 

74.0 

737,5 

11.3 

954.3 

14.7 

6,500.9 

1947 

4,665.6 

72.7 

698.2 

10.9 

1,057.9 

16.5 

6,421.7 

1948 

4,463.5 

69 .8 

693.1 

10.8 

1,239.7 

19.4 

6,396.3 

1949 

3,839.1 

70.6 

500.4 

92 

1,101.9 

20.3 

5,441.4 

1950 

4,682.7 

68.5 

634.8 

9.3 

1,518.4 

22.2 

6,835.9 

1951 

4,868.6 

71.3 

484.2 

7.1 

1,478.6 

21.6 

6,831.4 

1952 

4,470.9 

69.6 

466.4 

7.3 

1,490.2 

23.2 

6,427.5 

1953 

4,456.1 

68.8 

494.0 

7.6 

1,523.7 

23.5 

6,473.8 

1954 

4,127.3 

68.6 

384.1 

6.4 

1,508.3 

25.1 

6,019.7 

1955 

4,382.4 

65.4 

413.8 

6.2 

1,902.5 

28.4 

6,698.7 

1956                            ; 

4,362.6 

66.8 

440.8 

6.7 

1,727.4 

26.5 

6,530.8 

1957                            < 

4,060.4 

65.3 

368.8 

5.9 

1,792.6 

28.8 

6,221.8 

1958                          : 

3, 867.0 

64.9 

331.1 

5.6 

1,764.1 

29.6 

5,962.2 

1959                            : 

4,335.2 

63.5 

429.2 

6.3 

2,064.8 

30.2 

6,829.2 

1960  1/                     : 

4.216.6 

64.9 

404.2 

6.2 

1,877.3 

28.9 

6,49*  .1 

1/  Textile  Organon,  March  ,1961. 
2/  Preliminary. 
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Table   16  .—Cotton,  wool.manmade  fibers:   Total  domestic  fiber  consumption, 
United  States,  1920  to  1960 


Year 


Cotton 


Wool 


Manmade  fibers 


Total 


Million 

Percent 

Million 

Percent 

Million 

Percent 

Million 

pound 

of  total 

pound 

of  total 

pound 

of  total 

pound 

1920 

:     2,505.3 

88.4 

319.9 

11.3 

8.0 

0.3 

2,833.2 

1921 

:     2,425.5 

85.8 

381.4 

13.5 

19.1 

0.7 

2,826.0 

1922 

:     2,721.4 

85.3 

444.4 

13.9 

24.0 

0.8 

3,189.8 

1923 

■     2,984.7 

85.7 

466.3 

13.4 

31.7 

0.9 

3,482.7 

1924 

:     2,498.9 

85.4 

385.4 

13.2 

40.4 

1.4 

2,924.7 

1925 

:     2,888.7 

86.7 

387.6 

11.6 

57.0 

1.7 

3,333.3 

1926 

3,020.7 

87.4 

377.4 

10.9 

59.8 

1.7 

3,457.9 

1927 

■     3,366.1 

87.2 

395.5 

10.2 

99.0 

2.6 

3,860.6 

1928 

2,968.2 

86.3 

373.0 

10.8 

99.2 

2.9 

3,440.4 

1929 

■     3,205.8 

85.6 

406.2 

10.9 

131.3 

3.6 

3,743.3 

1930 

2,457.6 

85.9 

286.5 

10.0 

117.1 

4.1 

2,861.2 

1931 

2,519.6 

83.9 

325.2 

10.8 

157.5 

5.2 

3,002.3 

1932 

2,328.4 

85.5 

240.8 

8.8 

154.3 

5.7 

2,723.5 

1933 

2,942.0 

84.3 

330.5 

9.5 

216.4 

6.2 

3,488.9 

1934 

2,579.8 

85.3 

239.3 

7.9 

205.9 

6.8 

3,025.0 

1935 

2,700.9 

79.3 

433.6 

12.7 

271.9 

8.0 

3,406.4 

1936 

3,433.0 

81.6 

434.2 

10.3 

340.7 

8.1 

4,207.9 

1937 

3,598.7 

83.1 

405.0 

9.4 

326.5 

7.5 

4,330.2 

1938 

2,809.2 

81.6 

295.8 

8.6 

335.9 

9.8 

3,440.9 

1939 

3,509.0 

79.9 

418.6 

9.5 

465.2 

10.6 

4,392.8 

1940 

3,822.6 

80.9 

416.9 

8.8 

487.4 

10.3 

4,726.9 

1941 

4,936.9 

79.7 

663.1 

10.7 

595.7 

9.6 

6,195.7 

1942                              ; 

5,424.3 

81.3 

607.1 

9.1 

643.9 

9.6 

6,675.3 

1943                            ; 

5,008.9 

79.4 

605.0 

9.6 

698.2 

11.1 

6,312.1 

1944                           : 

4,507.9 

77.4 

561.5 

9.6 

751.7 

12.9 

5,821.1 

1945                          : 

4,248.7 

75.0 

604.6 

10.7 

814.8 

14.4 

5,668.1 

1946 

4,450.4 

73.6 

699.1 

11.6 

896.4 

14.8 

6,045.9 

1947 

3,915.8 

70.8 

668.1 

12.1 

946.9 

17.1 

5,530.8 

1948                           : 

4,025.7 

68.4 

714.7 

12.1 

1,147.0 

19.5 

5,887.4 

1949                            : 

3,472.6 

69.4 

533.5 

10.7 

996.7 

19.9 

5,002.8 

1950                          : 

4,464.1 

67.7 

691.1 

10.5 

1,4*41.3 

21.8 

6,596.5 

1951                          : 

4,513.9 

70.1 

532.3 

8.3 

1,390.7 

21.6 

6,436.9 

1952                          : 

4,165.4 

68.2 

548.3 

9.0 

1,398.4 

22.9 

6,112.1 

1953                          : 

4,209.4 

68.0 

550.8 

8.9 

1,432.3 

23.1 

6,192.5 

1954                          : 

3,885.6 

67.7 

439.5 

7.7 

1,416.9 

24.7 

5,742.0 

1955                          : 

4,206.6 

64.5 

489.7 

7.5 

1,821.8 

27.9 

6,518.1 

1956                          : 

4,216.0 

66.0 

526.2 

8.2 

1,643.8 

25.7 

6,386.0 

1957                          : 

3,878.0 

64.3 

449.4 

7.5 

1,704.4 

28.3 

6,031.8 

1958                          : 

3,730.0 

63.9 

416.7 

7.1 

1,686.9 

28.9 

5,832.7 

1959                          : 

1/4,276.3 

62.6 

551.2 

8.1 

2,001.7 

29.3 

6,829.2 

1960  2/                     : 

1/4,257.5 

64.8 

531.6 

8.1 

1,785.5 

27.1 

6,574.8 

1/  Includes  4.7  million  pounds  raw  cotton  equivalent  of  picker  lap 
pounds  in  1960. 
2/  Preliminary. 


and  processed  waste  in  1959  and  23.4  million 
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Table  17. —  Cotton,  wool,  manmade  fibers:    Total  cotton  equivalent  domestic  consumption, 

United  States,  1920  to  1960 


Year 

Cotton 

Wool 

:  Manmade  fibers           : 

Total 

Million 

Percent 

Million 

Percent 

Million 

Percent 

Million 

pounds 

of  total 

pound 

of  total 

pound 

of  total 

pound 

1920 

2,505.3 

93.0 

175.9 

6.5 

12.1 

0.4 

2,693.3 

1921 

2,425.5 

91.0 

209.8 

7.9 

28.9 

1.1 

2,664.2 

1922 

2,721.4 

90.6 

244.4 

8.1 

36.3 

U 

3,002.1 

1923 

:                   2,984.7 

90.7 

256.5 

7.8 

48.0 

1.5 

3,289.2 

1924 

:                   2,498.9 

90.2 

212.0 

7.6 

61.0 

2.2 

2,771.9 

1925 

:                   2,888.7 

90.6 

213.2 

6.7 

86.1 

2.7 

3,188.0 

1926 

:                   3,020.7 

91.0 

207.6 

6.3 

90.4 

2.7 

3,318.7 

1927 

:                   3,366.1 

90.2 

217.5 

5.8 

149.5 

4.0 

3,733.1 

1928 

2,968.2 

89.3 

205.2 

6.2 

149.7 

4.5 

3,323.1 

1929 

3,205.8 

88.4 

223.4 

6.2 

197.7 

5.5 

3,626.9 

1930 

:                   2,457.6 

88.0 

157.6 

5.6 

176.4 

6.3 

2,791.6 

1931 

:                   2,519.6 

85.8 

178.9 

6.1 

237.3 

8.1 

2,935.8 

1932 

:                   2,328.4 

86.5 

132.4 

4.9 

231.7 

8.6 

2,692.5 

1933 

:                   2,942.0 

85.3 

181.8 

5.3 

324.4 

9.4 

3,448.2 

1934 

:                   2,579.8 

85.5 

131.6 

4.4 

307.6 

10.2 

3,019.0 

1935 

2,700.9 

80.8 

238.5 

7.1 

401.8 

12.0 

3,341.2 

1936 

:                   3,433.0 

82.5 

238.8 

5.7 

489.3 

ii.8 

4,161.1 

1937 

;                  3,598.7 

84.1 

222.8 

5.2 

456.6 

10.7 

4,278.1 

1938 

2,809.2 

81.3 

162.7 

4.7 

484.1 

14.0 

3,456.0 

1939 

3,509.0 

79.7 

230.2 

5.2 

661.4 

15.0 

4,400.6 

1940 

3,822.6 

80.4 

229.3 

4.8 

701.1 

14.8 

4,753.0 

1941 

4,936.9 

80.3 

364.7 

5.9 

849.2 

13.8 

6,150.8 

1942 

5,424.3 

81.3 

333.9 

5.0 

917.2 

13.7 

6,675.4 

1943 

5,008.9 

79.0 

332.8 

5.2 

999.7 

15.8 

6,341.4 

1944 

4,507.9 

76.4 

308.8 

5.2 

1,084.4 

18.4 

5,901.1 

1945 

4,248.7 

73.6 

332.5 

5.8 

1,187.7 

20.6 

5,768.9 

1946 

4,450.4 

72.6 

384.5 

6.3 

1,295.3 

21.1 

6,130.2 

1947 

3,915.8 

69.4 

367.5 

6.5 

1,360.0 

24.1 

5,643.3 

1948 

4,025.7 

66.3 

393.1 

6.5 

1,652.5 

27.2 

6,071.3 

1949 

3,472.6 

66.2 

293.4 

5.6 

1.475.9 

28.2 

5,241.9 

1950 

4,464.1 

64.6 

380.1 

5.5 

2,064.2 

29.9 

6,908.4 

1951 

4,513.9 

66.1 

292.8 

4.3 

2,023,1 

2?.6 

6,829.8 

1952 

4,165.4 

64.0 

301.6 

4.6 

2,041.4 

31.4 

6,508.4 

1953 

4,209.4 

63.4 

302.9 

4.6 

2,129.3 

32.1 

6,641.6 

1954 

3,885.6 

62.3 

241.7 

3.9 

2,108.3 

33.8 

6,235.6 

1955 

4,206.6 

58.4 

269.3 

3.7 

2,721.6 

37.8 

7,197.5 

1956 

4,216.0 

60.1 

289.4 

4.1 

2,507.3 

35.8 

7,012.7 

1957 

3,878.0 

57.4 

247.2 

3.7 

2,626.7 

38.9 

6,751.9 

1958 

3,730.0 

57.0 

229.2 

3.5 

2,579.7 

39.5 

6,538.9 

1959  1/ 

1/4,276.3 

55.7 

303.2 

3.9 

3,101.4 

40.4 

7,680.9 

1960  2/ 

1/4,257.5 

57.7 

292.4 

4.0 

2,829.6 

38.3 

7,379.5 

1/  Includes  4.7  million  pounds  raw  cotton  equivalent  of  picker  lap    and  processed  waste  in  1959  and  23.4 
million  pounds  in  1960.     2/    Preliminary. 
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Table  18. — Cotton,  vool,  manmade  fibers:  Consumption,  per  capita;  mill,  actual 
domestic  and  cotton  equivalent  domestic,  1920  to  i960 


!                           Mill 

Actual  domesi 

;ic 

Cotton  equivalent 

domestic 

Year 

: Cotton: Wool 

Manmade 
fibers 

: Total  1/ 

Cotton :Wool: 

Manmade 
fibers 

Total  1/ 

Cotton 

:Wool : 

Manmade 
fibers 

:TotalJ/ 

:      Lb. 

Lb. 

Lb. 

Lb. 

Lb. 

Lb. 

Lb. 

Lb. 

Lb. 

Lb. 

Lb. 

Lb. 

1920 

:26.51 

2.95 

.08 

29.54 

23.53 

3.00 

.08 

26.60 

23.52 

1.65 

.11 

25.29 

1921 

:23-97 

3.16 

.18 

27.32 

22.36 

3.52 

.18 

26.05 

22.35 

1.93 

.27 

24.55 

1922 

:26. 44 

3.o9 

.23 

30.36 

24.72 

4.04 

.22 

28.97 

24.72 

2.22 

•  33 

27.27 

1923 

:27.88 

3-77 

•  29 

31.94 

26.65 

4.16 

.28 

31.10 

26.65 

2.29 

.43 

29.37 

192  4 

:23.11 

3.00 

.37 

26.48 

21.90 

3-38 

•  35 

25.63 

21.90 

1.86 

•  53 

24.29 

1925 

:26.56 

3.02 

•  50 

30.08 

24.95 

3.35 

.49 

28.78 

24.95 

1.84 

•  74 

27.53 

1926 

:27-37 

2.92 

•  52 

30.81 

25.73 

3.22 

•  51 

29.45 

25.73 

1.77 

•  77 

28.27 

1927 
1928 

•3947 

2.98 

.84 

33-98 

28.29 

3.32 

•§3 

32.44 

28.29 

1.33 

1.26 

31.37 
27.58 

■26.45 

2.77 

•  83 

30.04 

24.63 

3.10 

.82 

28.55 

24.63 

1.70 

1.24 

1929 

28.12 

3.02 

I.09 

32.24 

26.32 

3-3^ 

1.08 

30.73 

26.32 

1.83 

1.62 

29.78 

1930 

21.26 

2.14 

•  97 

24.36 

19.97 

2.33 

•  95 

23.24 

19.96 

1.28 

1.1*3 

22.68 

1931 

21.41 

2.51 

1.28 

25.20 

20.32 

2.62 

1.27 

24.21 

20.32 

1.44 

1.91 

23.68 

I932 

19.74 

1.84 

1.25 

22.83 

18.66 

1.93 

1.24 

21.82 

18.66 

1.06 

1.86 

21.57 

1933 

24.29 

2.52 

1.73 

28.54 

23.42 

2.63 

1.72 

27.78 

23.42 

1.45 

2.58 

27.45 

1934 

21.04 

1.82 

1.64 

24.49 

20.41 

I.89 

I.63 

23.93 

20.41 

1.04 

2.43 

23.88 

1935 

21.66 

3.28 

2.15 

27.10 

21.23 

3.41 

2.13 

26.78 

21.23 

1.88 

3.16 

26.27 

1936 

27.10 

3.17 

2.68 

32.95 

26.80 

3-39 

2.66 

32.85 

26.80 

1.86 

3-82 

32.48 

1937 

28.31 

2.96 

2.56 

33.83 

27.94 

3.14 

2.53 

33-62 

27.94 

1.73 

3-55 

33.22 

1938 

22.48 

2.19 

2.62 

27.30 

21.64 

2.28 

2.59 

26.51 

21.64 

1.25 

3.73 

26.63 

1939 

27.72 

3.03 

3-61 

3^.36 

26.81 

3-20 

3.55 

33.56 

26.81 

I.76 

5-05 

33.o2 

19h0 

29.97 

3.09 

3.73 

36.83 

23.94 

3.16 

3.69 

35.78 

28.94 

1.74 

5-31 

35.98 

19lH 

38.92 

4.86 

4.63 

48.41 

37.00 

4.97 

4.47 

46.44 

37.01 

2.73 

6.73 

46.11 

1942 

41.76 

4.47 

4.88 

51.12 

40.21 

4.50 

4.77 

49.43 

40.21 

2.43 

6.80 

49.43 

19^3 

38.56 

4.65 

5.21 

48.42 

36.65 

4.43 

5.H 

46.17 

36.64 

2.43 

7.31 

46.39 

1944                : 

34.61 

4.50 

5.58 

44.69 

32.57 

4.06 

5.43 

42.06 

32.57 

2.23 

7.84 

42.64 

19^5 

32.28 

4.61 

6.04 

42.93 

30.37 

4.32 

5.82 

40.52 

30.37 

2.38 

8.49 

41.24 

I9I+6                 : 

34.01 

5.22 

6.75 

45.98 

31.^7 

4.94 

6.34 

42.76 

31.47 

2.72 

9.16 

^3.35 

19^7                : 

32.38 

4.35 

7-3^ 

44.56 

27.18 

4.64 

6.57 

38.38 

27.17 

2.55 

9.44 

39.16 

1948              : 

30.45 

4.73 

8.46 

43.63 

27.46 

4.88 

7.82 

40.16 

27.46 

2.68 

11.27 

41.41 

19^9               : 

25.73 

3.35 

7.93 

36.47 

23.27 

3.58 

6.68 

33.53 

23.27 

1.97 

9-89 

35.13 

1950               ! 

30.87 

4.18 

10.01 

45.06 

29.43 

4. 56 

9-50 

43.43 

29.43 

2.51  13.61 

45.54 

1951               : 

31.53 

3.14 

9.58 

44.24 

29.23 

3^5 

9.01 

41.69 

29.24 

1.90 

13.10 

44.23 

1952               : 

28.48 

2.97 

9.49 

40.94 

26.53 

3.^9 

8.91 

38.93 

26.53 

I.92  13.00 

41.45 

1953               : 

27.92 

3.10 

9.55 

40.56 

26.37 

3-^5 

8.97 

38.80 

26.37 

1.90  13.3^ 

41.61 

195^               : 

25.41 

2.37 

9.29 

37-07 

23.92 

2.71 

8.72 

35.36 

23.93 

1.49  12.98 

38.40 

1955               : 

26.51 

2.50 

11.51 

40.52 

25.45 

2.90 

11.02 

39-^3 

25.45 

1.63 

16.46 

43.5^ 

1956               : 

25.94 

2.62 

10.27 

38.83 

25.07 

3.13 

9.77 

37-97 

25.07 

1.72 

14.91 

41.69 

1957                : 

23.72 

2.15 

10.47 

36.3^ 

22.65 

2.62 

9.96 

35.23 

22.65 

1.44  15.34 

39.  ^ 

1958               : 

22.21 

1.90 

10.13 

34.25 

21.42 

2.39 

9.69 

33-51 

21.42 

1.32 

14.82 

37.56 

1959               : 

24.45 

2.42 

H.65 

38.52 

24.12 

3.10 

11.29 

38.51 

24.12 

1.71  17.49 

^3.32 

I960  2/          : 

23.33 

2.24 

10.39 

35.96 

23.56 

2.94 

9.88 

36.38 

23.56 

1.62 

15.66 

40.84 

1/  Total  consumption  divided  by  population  and  not  a  summation  of  per  capita  consumption  of 
fiber.  2y  Preliminary. 


